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When a Timken takes over the heating of your 
home, you'll discover a new pleasure in home life. 

There will be an immediate end to the work, 
dirt and discomfort of hand-firing. Your home 
will be cleaner, more comfortable, more healthful. 
Up-and-down temperatures will be eliminated. 
You'll have exactly the temperature you want— 
always—automatically! 

On the following pages you will find a wide 
selection of Timken Oil Heating Products— 
for automatic home heating, winter air condi- 
tioning, and domestic water heating. From this 
“Royal Family of Oil Heating’? you can select 
exactly the right size and type of equip- 





You are always warm and comfortable with Timken Oil 
Heat, no matter how cold it is outside. 
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ment to meet your 
needs. 

Timken Products 
are of the. highest 
quality, designed by 
the leading engineers 
in the industry, built 
by an organization _. 
famous for manufac- View of Timken Research 
turing excellence. Laboratory. 

Installations by factory-trained mechanics are 
in keeping with the high quality of the equip- 
ment, further assuring complete satisfaction. 

Furthermore, you will actually save money! 
Proved fuel and electric savings and long, trouble- 
free service make Timken Oil Heating Equipment 
the thriftiest oil heating choice. 
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Great resources, modern plant equipment, long experience, 
enable Timken to build better oil heating products. When 
you buy Timken you buy the acknowledged leader. 
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A crowning engineering achievement 





Great Economy! Great Dependability! 


The Timken Wall-Flame Oil Burner is basically 
different, basically better! Oil is whirled to the 
chrome-steel flame rim where it is vaporized and 
burned—cleanly and completely—against the 
combustion chamber walls. The unforced flame 
is whisper-quiet. The electric motor is a fraction 
of the size found on “‘blow-torch”’ burners. 

Fuel consumption records kept by Timken 
owners prove that the Wall-Flame principle saves 
as much as one gallon of fuel oil out of every four. 
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Savings Proved by Test 


Twin-Boiler Demonstrators, now installed in 
many Timken dealers’ showrooms, provide visible 
proof of Timken Wall-Flame economy. A Timken 
Wall-Flame Burner and a gun burner are installed 
side-by-side in identical boilers and are operated 
simultaneously under identical conditions. This 
test proves the Timken Wall-Flame Oil Burner 
uses substantially less fuel to do the same heating 
work. See this demonstration! 





Chrome-steel flame rim and ad- Lower stack temperatures and 
justable grills enable efficient higher COz2 readings prove Tim- 
burning of new catalytic oils. ken gets more heat from less oil. 
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To make your home a palace... 


convert to luxury oil heat! 








Above illustration shows 
furnace wall at left — boiler wall at right. 


Timken Wall-Flame Conversion Type Oil Burn- 
ers are especially designed to convert present 
furnaces and boilers to oil burning. Notice how the 
Timken Wall-Flame scours the heat absorbing 
surfaces so that no useful heat is wasted. Notice, 
too, how the hearth guards against heat loss 
through the ashpit and basement floor. Timken’s 
super-quiet operation is especially appreciated by 
owners of warm air furnaces. 
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Timken has only one moving part. No oil pump, blower or 
pin-point nozzle to get out of order. 


Fast Installation 


Only a few hours are required to install a Timken 
Wall-Flame Oil Burner in any type or size of 
heating plant. Winter-time installations may be 
made without interruption of heating comfort. 
And when your Timken is on the job, you will 
enjoy a lifetime of comfort, convenience and 
cleanliness. After 15 to 20 years of faithful serv- 
ice, thousands of Timken burners are still serving 
—and saving money every heating season. 


NOTE: Most owners of Timken conversion type oil 
burners installed in coal burning heating plants enjoy 
lower fuel costs than neighbors using ordinary oil burn- 
ers in specially designed heating plants. Get all the facts 
before discarding your furnace or boiler. 
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Cut-away view of Timken Oil Furnace 


Think of living every winter in an indoor climate 
like Florida’s finest. This is the difference com- 
plete Timken winter air conditioning makes. 
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Timken Oil Furncces heat, humidify, filter and circulate air 
through every room — automatically, economically. 


Timken Winter Air 
Conditioning Oil Fur- 
naces are products of the 
broadest experience in 
automatic home _heat- 
ing. They are designed 
for home owners who 
prize efficient, depend- 
able, long-lived service 
above low first cost. 

Timken Oil Furnaces 
are made in a complete range of sizes. Each size 
consists of a Timken Wall-Flame Oil Burner, 
furnace assembly, blower, air filters and automatic 
humidifier. Cabinets are beautifully proportioned 
and finished in Timken Silvertan enamel. The fur- 
nace is of a simple, trouble-free design because of 
the inherent high efficiency of the Wall-Flame 
burner. Smaller units are ideal for small homes 
because of high efficiency at low oil rates, quiet 
operation and compact design. 





A damp cloth keeps the 
cabinet clean and _ shining. 


ASTING DEPENDABILITY 


For small homes... 


hot water heat ) 


at its best! 





Cut-away view of Timken Oil Boiler. 


The new Timken Oil Boilers are designed for hot 

water heating systems—bring automatic heating 

within the budget range of all small home owners. : 
The units are built around the famous Timken 

Wall-Flame Oil Burner—are heavy insulated— 

and are so compact that less than one square 
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yard of floor space is required. 
Installation can be made in first- 
floor utility rooms or basement 
recreation rooms. Cabinets are 
beautifully enameled. 

Timken Oil Boilers differ from 
most oil boilers in that they are 
designed specifically for small 
homes. The Timken Wall-Flame 
Oil Burner with which they are 
equipped is the only type of power 
Timken Coil Type  Durner that operates with CON- 

Oil Boiler TINUED high efficiency at small 

home oil rates. Fuel savings, 

therefore, amount to as much as 25% as com- 
pared with ordinary oil burners. 

These new Timken Oil Boilers can be used with 
either radiator or radiant heating systems, forced 
or gravity circulation—also as high-capacity heat- 
ers for domestic hot water. 
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Ready instantly, automatically... 
Y oceans of piping ) 


« hot water! ~ 


Work is lighter, life is brighter, _ g@>> ‘ 
with plenty of automatic hot € ee 5 
water. A Timken Oil Burning 
Water Heater is the way to solve @& 
your hot water problems. iy 
Think of having a nearly inex- Y, * 
haustible supply of automatic hot water! ... all 
day, every day! 
All Timken water heaters burn low-cost No. 
2 fuel oil—the same fuel used for home heating. 
All are built around the Wall-Flame Oil Burner. 
Burner is fully electric and oper- 
ates only when hot water is re- 
- oe quired—no pilot light or low 
, D \e flame to waste fuel. Cabinets are 
(ih of eS _ beautifully styled and finished. 
Yd Best of all, Timken Automatic 
Hot Water is INEXPENSIVE! 
Check the economy chart below. 
Small wonder so many Timkens 
pay for themselves out of savings! 











TIMKEN ECONOMY CHART 


Showing Number of Gallons of Water which can be 


heated 60° F. for ONE CENT with various fuels 
A OIL, No. 2 Grade (Used in Timken Heaters) 
| @ 8c per gallon 


NATURAL GAS @ 60c per 1000 cubic feet 


B 
C MIXED GAS @ 70c per 1000 cubic feet 
D MANUFACTURED GAS @ $1.00 per 1000 
cubic feet 
ABCDE E ELECTRICITY @ 2c per kilowatt 
NOTE: If you buy gas for water heating on a per therm basis, 
you would have to buy it at 5.72 cents per therm to equal the 
cost of heating water with a Timken using oil at 8c per gallon. 





NOW! — PLENTY OF HOT WATER 


~ Timken Oil Burning Water Heaters 


FEATURES 
Wall-Flame Oil 


Burner 
Large capacity, low 

operating cost 
Unit construction 
Easily, quickly in- 

stalled 
Pressure-tested 
Electric ignition 
Uses No. 2 fuel oil 


Attractive steel cabi- 
nets 





COIL TYPE TANK TYPE 


FOR AUTOMATIC HOME LAUNDRIES 
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For odd-shaped heating plants... 


Timken-Built 


aD 
Pressure Burners! Bs 
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Timken Pressure Type Burner. 


The Timken Pressure 
Type (Gun Type) Oil 
Burner is designed for 
those few heating plants 
not adaptable to Wall- 
Flame installations. In- 
stalled in heating plants of 
odd shapes and sizes and those requiring a forced 
flame, this pressure type oil burner gives very 
satisfactory service. 


Easily serviced. 


j 
TIMKEN QUALIT 


The Timken Pressure Burner offers many ex- 
clusive features, including Timken es lame Control, 
an outstanding advance in 
pressure burner design. Com- 
bustion efficiency is increased. 
Excess air is reduced. Less 
heat is wasted up the 
chimney. 

The quiet operation of the « & 
Timken Pressure Burner is a Flame Control 
result of quality design and 
manufacture. All parts are 
precision made and fitted. 
Moving parts are carefully 
balanced. An exceptionally 
heavy frame holds all parts 
in positive alignment, insur- 
ing best performance and 
long life. 

If your heating plant is 
long and narrow and requires 
a pressure type burner, be 
sure to investigate the new 
Timken. 

You will find the Timken 
Pressure Burner welcomes 
the most rigid comparison 
with any other make of pres- 
sure burner. It surpasses all 
others in fuel economy, de- 
pendability, long life and all- 
‘round heating satisfaction. 








Heavy Frame 





Micro-Set Air Control 





Just phone for details. Heat travel through typi- 
cal long and narrow 
boiler. 
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Free fact-finding 


heating survey! 


Without charge or obligation, we will be glad to 
make a complete heating survey of your home. 
From the information gained we can make 
reliable advance estimates of actual costs and 
savings with Timken Oil Heating Equipment. If 
you are planning a new home, get details of our 
Timken Plan Service. Phone us today. 
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